

TOBACCO INSTITUTE TESTING LABORATORY 

y 5454 Wisconsin Avenue 

CHEVY CHASE. MARYLAND 20015 



July 18, 1969 


FROM: 


Board of Directors of T.I.T.L. 
William L. Steele 


SUBJECT: Cigarette Brands for Market Sample No. 6 


Enclosed is the list of cigarette brands comprising 
the sixth marketample. Three brands. Lucky Strike - 
king filter menthol. Lucky Strike - 100 filter menthol, 
and Sano - regular filter, have^been dropped since the 

last test. Three brands, Doral - king filter, Doral - 
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king filter menthol, and Old Gold - 100 filter, have been 
added. - . 


William L. Steele 
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Boafd of Directors of T.I.T.L.: 

Dr, William W. Bates 
• Mr. John W. Burgard 
h' Mr. E. S. Harlow 
Dr. Murray Senkus 
" Dr. Helmut Wakeham 

cc: Senator Earle C. Clements 

Mr. Allan Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/mnnk0001 













